THE UNITED STATES OF AMERICA, THE BRITISH
EMPIRE, FRANCE, ITALY and JAPAN,
These Powers being described in the present Treaty as the
Principal Allied and Associated Powers,
BELGIUM, BOLIVIA, BRAZIL, CHINA, CUBA, ECUA-
DOR, GREECE, GUATEMALA, HAITI, THE HEDJAZ,
HONDURAS, LIBERIA, NICARAGUA, PANAMA, PERU,
POLAND, PORTUGAL, ROUMANIA, THE SERB-CROAT-
SLOVENE STATE, SIAM, CZECHOSLOVAKIA and
URUGUAY,
These Powers constituting with the Principal Powers
mentioned above the Allied and Associated Powers,
of the one part;
And GERMANY,
of the other part;
Bearing in mind that on the request of the Imperial German
Government an armistice was granted on November 11, 1918,
to Germany by the Principal Allied and Associated Powers in
order that a Treaty of Peace might be concluded with her, and
The Allied and Associated Powers being equally desirous
that the war in which they were successively involved directly
or indirectly and which originated in the declaration of war
by Austria-Hungary on July 28, 1914, against Serbia, the
declaration of war by Germany against Russia on August 1,
1914, and against France on August 3, 1914, and in the inva-
sion of Belgium, should be replaced by a firm, just and durable
Peace
For this purpose the HIGH CONTRACTING PARTIES
represented as follows:
THE   PRESIDENT   OF   THE   UNITED   STATES   OF
AMERICA, by:
The Honourable Woodrow WILSON, PRESIDENT OF THE
UNITED STATES, acting in his own name and by his
own proper authority;